Message 


From: Lobik Stephen [slobik@facil.umass.eclu] 

Sent: 1/10/2011 1:41:49 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: Phone Move 


Jim, 

Looking at the possibility of snow Tuesday night into Wednesday I do not think this would be a good idea to move. 1 wiil 
be contacting Beth English at DPH this morning to see if we can move her staff Thursday instead Wednesday, if she is 
OK with that I will let you know so you can contact Oil. Does that work for you? 

Stephen 

Stephen Lobik 

Capita! Project Manager 

Facilities & Campus Pianning Division 

University of Massachusetts 

{1} 413-545-6516 

(F) 413-545-3684 
slobik^ifacii.umass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 

Sent: Monday, January 10, 2011 8:19 AM 
To: Lobik Stephen 
Subject: Phone Move 

Hi Steve, 

Are you going to contact OIT about the date of the phone move or will I? 


Jim Hanchett 
Amherst Drug Lab 
RoomN251 Morrill I 
637 North Pleasant Street 
Amherst, Ma 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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